

ESTIMATED DELIVERY: 


ITEM 1 - 150 days and ITEM 2 - 90 days, STAT IM TL 


Prices are fair and reasonable and 
this Exhibit is hereby approved. 


$ 2 . 411.63 


12 SEP I960 


Signed :| 

STATINTL 



AUTHORIZED BY: 

14 June 60 
Contractor wsri^ms prices cuiotttw 
to the price formula in effect on 

date ef thiw 1 JAM. I960 


Signed : 


8/19/60 


Approved For Release 2002/07/30| 
CONTRACTING UTTJ.CER 




(DATE) 


/ 


















